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No. 157 Drainage:Kaithal.-- Whereas it appears to the Governor of Haryana that injury to land , public health or public con 
venience may arise from the obstruction of the under mentioned rivers , stre:ims or drainage channel . 


Now , therefore , the Governor of Haryana in exercise of the powers conferred by section 55 of the Northern India Canal and 
Drainage Act VIII of 1873 (As amended by Act XVI of 1899 Act VI of 1914 and Act XXXVIII of 1920 ) is pleased hereby to prohibit the 
formation of any obstruction in the undermentioned drainage channel and to order the removal or modification or existing obstruct 
ions within the limits defined in the following statement: 


Distric 


Tehsil 


Sr. Name of Drainage 
No. Line 


Village 


Description and Limits 
of Drainage Line to 

be declared 


Direction of 
drain with 
respect to 
North Line 


Descrintion of place where 
cxisting obst- plan to be 
ruction to be inspected 

removed 
or modified 


RD 


Width 


From 


To 


in ft. 


Jind 


Narwana 


Bahmniwala 1787 


9535 


Amin Drain from 
R.D. 1787 to 9535 


143 


South -West to 
North - East as 
demarcated at 
site and 

as 
shown on the 
index - plan 


Kaithal 
Drainage 
Division 
Kaithal 


No. 158 /Drainage/Kaithal.-- Whereas it appears to the Governor of Haryana that injury to land , public health or public 
convenience may arise from the obstruction of the under mentioned rivers , streams or drainage Channel. 


Now , therefore , the Governor of Haryana in exercise of the Powers conferred by section 55 of the Northern India Canal and 
Drainage Act VIII of 1873 As amended by Act XVI of 1899 Act IV of 1914 and ACI XXXVIII of 1920 ) is pleased hereby to prohibit 
the formation of any obstruction in the undermentioned drainage channel and to order the removal or modification of existing 
obstruction within the limits definded in the following statement : 


Tehsil 


Sr. Name of Drainage District 
No. Line 


Village Description and limits of 

Drainage line to be 

declared 


Direction of Description of Place where 
Drain with existing obstruc- plan to be 
respect to 

tion to be inspected 
North line removed or 

modified 


RD 


Width 


From 


To 


in ft . 


Karnal 


Karnal ] 


Raisan 


1340424135000 49.5 


Amin Drain from 
R.D , 134042-140500 


- 


2 


South -West to 

North - East as 
demarcated at 
site and as 
shown on the 
Index - Plan 


Kaithal 
Drainage 
Division 
Kaithal 


135000 137000 66.0 


137000 140500 55.0 


No. 159/Drainage Rohtak . -Whereas it appears to the Governor of Haryana that injur to land Public Health or public 
convenience may arise from the obstruction of the under mentioned rivers streams, or drainage channel.. 


Now , therefore, tho Governor of Haryana in exercise of the powers conferred by section 55 of the Northern India Canal and 
Drainage Act VIII of 1973 ( as amended by the Act XVI of 1899 Act IV of 1914 and act XXXVIII of 1920 ) is pleased hereby to prohibit 
the form.ition of any obstriction in the undermentio : ed drainage channel and to order the removal or modification of existing 
obstruction within the limit defined in the following , statement. 
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Ss. Name of Drainage 
No. Line 


District 


tehsil 


Village 


Description and limits Direction of Description of Place where 
of Drainage line to be de- Drain with res, existing obst- plan to be 
clared 

pect to north 

ruction to be inspected 

line removed or 
From TO Width 

modified 
in ft . 


Nai Nallah Drain Sonepat 
from K.D. O to 

· Do 
52450 

Do 


Gohana 
Do 
Do 


Do 


Do 


Gohana 0 

$250 142 : 50 A strip of Any obstruc Office of Ex 
Do 5250 7000 176.50 land of tion which with ecutive Engio 
Do 7000 11350 173.75 52450 feet in interfere with cer, Rohtak 

length of casy flow of Drainage Divi 
Mahmudpur 11320 21320 173.75 varying width surface watersion Rohtak 

genera lly 

in Drainage 
Do 21320 22500 100.00 lying from 

North to South 
22500 26000 105-50 running along 

as shown o 
Do 26000 29148 111.00 Index Plan 


Do 


Do 


Do 


Do 


Do 


Do 


Do 


Do 


Do 


29148 


73.75 


Gangesar 21320 
Mahmudpur 29148 


Do 


Do 


29475 184.75 


Do 


Do 


29475 


34585 184.75 


Ahmadpur 
Majra 


Do 


Do 


Chhaterah 


34585 


42000 184-75 


Do 


Do 


Do 


42000 


45000 180.00 


Do 


Do 


Mathind 


45000 


47500 


18000 


Do 


Do 


Do 


47500 


51470 196.50 


Do 


Do 


Do 


51470 


52450 196.50 


No. 160/Drainage Rohtak.- Whercas it appears to the Governor of Hary . na that injury to land public Health or Public conven 
ience may arise from the obstruction of the uncu reptioned rivers streams or craina : 2 chanriel, 

Now , therefore , the Governor of Haryana in exercise of the powers conferred by section 55 of the Northern India ( nal and 
Drainage Act VIII of 1873 (** ammerided by the u XVI of 1999 Act IV of 19:10 14 XXXVIII of 1920 ;is pleascu tereliy to prohibit 
the formation of any clostruction in the underwriticced drainage channel and to order the removal or mcdification of cxising obstruct 
ion within the limit defined in the following statement. 
Name of Drainage District Tehsil Village Description and limits Direction of Description of Place where 
Linc 

of Drainage line to be drain with cxisting obstru- plan to be 
declared respect to ction to be 

inspected 
north linc 

removed or 
From To Width 

modified 


in ft . 


Karmal 


Panipat 


Kurana 


52450 


57500 


Na i Nallah Drain 

from R.D. 52450 
to R. D. 111625 


Do 


Do 


Do 


57500 


65155 


Do 


Do 


Chhichrana 


65155 


61500 


Do 


Do 


Do 


67500 


72500 


1815 A strip of Any obstruction Office of 

land 59175 feet which will inter Executive 
1870 in length of fere with easy Engineer 

varying widths flow of sur Drainage 
187.0 generally lying face water in Division 
in direction Drainage 

Rohtak 
1980 from North to 

South East to 
176.0 West and then 

to South a long 
192.5 left side of 

Existing Nai 
192.5 Nallah Drain as 

shown on the 
192.5 Index Plan 


Do 


Do 


Do 


72500 


77500 


Do 


Do 


77500 


78664 


Do 
Do 


Do 


Dumyana 


78664 


80725 


Do 


Do 


Urlapa Kalan 80725 


85500 


Do 


Do 


Do 


82500 


92500 


186 0 


Do 


Do 


Do 


92500 102000 


1980 


Do 


Do 


102000 102500 


1980 


Urlana 

Khurd 


Do 


Do 


Do 


102500 107500 


209.0 


Do 


Do 


Do 


107500 111625 
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S. DOGRA , 
Deputy Secretary to Government, Haryana , 

Irrigation and Power Department.. 
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